THE CAMERON & BARKLEY CO 


833 


TOOL STANDS, HOLDERS, ETC. 

OBTABLB TOOL STAND PORTABLE TI8B 8TAND STATIONARY BENCH 



Pig. S780A Fig. S780B 57800 

PORTABLE TOOL STANDS 


Height 

Inches 

Distance 
Between Shelves 
Inches 

Size 

Top Shelf 
Inches 

Size 

Other Shelves 
Inches 

Weight 
Without Vise 
Pounds 

Price 

Without Vise 
Each 

40 

7 

22x30 

22x24 

300 

40.00 


PORTABLE VISE STANDS 


Height 

Size of Table 

Size of Base 

Weight 

Price Without 

Inches 

and Shelf, Inches 

Inches 

Pounds 

Vise Each 

44 

17x21 

26 

350 

34.00 

44 

21x25 

29 

575 

48.00 


Above prices includo drawer and lock. 


STATIONARY BENCHES 


nber 

Height 

Inches 

Size of Table 
and Shelf 
Inches 

Weight 

Pounds 

Price Complete 
Without Vise 
Each 

Price Without 
Shelf or Drawer 
Each 

10 

36 

17 x 21 

200 

17.50 


11 

36 

17x21 

200 


13.00 

30 

33 

21x25 

300 

25.00 


51 

as 

21x25 

300 

.... 

20.00 


TT 



Fig. 5780D 


TOOL HOLDERS 


Size of Tray. 


14x14 

Holds Blue Prints. 


36x36 

Standard. 

44 

l'A 

Price. 


5.00 


These Tool Holders are just clamped on to side of the 
bed, a monkey wrench is all that is necessary. No holes 
to drill and takes but a minute to put on any lathe. 


It provides a place for tools, wrenches, oil cans, 
waste and blue prints where they can always be found and 
cannot be knocked off on the floor. 
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